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ACTION EA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

044732 

R 090825Z OCT 75 
FM AMEMBASSY TOKYO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3957 

UNCLAS TOKYO 14439 

E.O. 11652: N/A 
TAGS: BBSR, JA 

SUBJECT: GLOBAL MARKET RESEARCH: ELECTRIC ENERGY SYSTEMS 
- JAPAN 

REF: USDOC 
556 

1. CONTRACTOR ON SUBJECT STUDY, PMM, INDICATED THAT INFORMATION 
IN TABLE 5 (PAGES IV-43-53) WAS OBTAINED FROM AGENCY OF NATURAL 
RESOURCES AND ENERGY AND THAT THIS AGENCY WAS EITHER UNABLE OR 
UNWILLING TO PROVIDE IT WITH INFORMATION ON FOLLOWING ITEMS: 
PRIMARY SOURCE OF FUNDS, REACTOR TURBINE SUPPLIER, GENERATOR 
SUPPLIER, ARCHITECT/ENGINEER AND CONSTRUCTOR. PMM STATED THAT 
ITS ONLY OTHER ALTERNATIVE TO OBTAIN THIS INFORMATION WOULD BE TO 
CONTACT EACH OF THE POWER COMPANIES INVOLVED BUT THAT THIS WOULD 
JUST NOT BE FEASIBLE FOR IT TO UNDERTAKE SUCH A PROJECT WWHICH 
WOULD PROBABLY HAVE ONLY VERY SPOTTY RESULTS. EMBASSY AGREES. 

AN EMBASSY COMMODITY SPECIALIST HAS SUBSEQUENTLY VISITED AGENCY 
OF NATURAL RESOURCES AND HAS OBTAINED A SMALL AMOUNT OF INFORMA- 
TION ON A FEW PROJCTS WHICH IS OUTLINED IN PARA 3 BELOW. 

ACCORDING TO OFFICIALS OF THIS AGENCY, GOJ DOES NOT NORMALLY 
REQUIRE THE KIND OF INFORMATION REQUESTED REFTEL FROM FIRMS 
CONSTRUCTING NEW POWER FACILITIES. 

2. RE QUESTION OF PRIMARY SOURCE OF FUNDS, PMM POINTS OUT 
THAT IN JAPAN FUNDS FOR ELECTRIC POWER DEVELOPMENT 

ARE NOT RAISED ON PROJECT BASIS. ELECTRIC POWER COMPANIES 
BUDGET FOR SUCH PROJECTS IN THEIR LONG-RANGE CAPITAL INVEST- 
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MENT PLANS AND THEN RAISE THE FUNDS THROUGH VARIOUS MEANS AS 
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DISCUSSED PAGES V-4 THRU V-6 OF REPORT. 

3. ADDITONAL INFORMATION FOR TABLE 5. 

(PLANT NAME) (REACTOR TURBINE SUPPLIER) 

AND 

(GENERATOR SUPPLIER) 

(PAGE IV-43) 

SHIN Y AN AGITU CHI MEIDENSHA ELECTRIC MFG. CO., LTD. 

INAGAWA MITSUBISHI ELECTRIC CORP. 

(PAGE IV-44) 

AMEHATA TOKYO SHIBAURA ELEC. CO., LTD. 

(TOSHIBA) 

SASAKURA #2 TOSHIBA 

SUNAGAWA POWER PLANT #3 FUJI ELECTRIC CO.. LTD. 

KATSUNEDA GEOTHERMAL POWER TOSHIBA 

PLANT 

(PAGE IV-45) 

SAIGO POWER PLANT #1 AND 2 NIPPON KOKAN K.K. 

(PAGE IV-46) 

HACCHOBARA NO. 1 MITSUBISHI HEAVY INDUSTRIES, LTD. 

ONAGAWA NUCLEAR POWER PLANT GENERAL ELECTRIC 
KASHIWAZAKI, KARIHA #1 HITACHI, LTD. 

IKATA #2 MITSUBISHI HEAVY IND. 

GENKAI #2 MITSUBISHI HEAVY IND. 

4. HEADING OF PART II OF TABLE 5, PAGE IV-47 SHOULD READ: 

"PROJECT APPLICATIONS SUBMITTED TO THE PRIME MINISTER'S OFFICE." 
SHOESMITH 
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